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Disclosure to Promote the Right To Information 

Whereas the Parliament of India has set out to provide a practical regime of right to 
information for citizens to secure access to information under the control of public authorities, 
in order to promote transparency and accountability in the working of every public authority, 
and whereas the attached publication of the Bureau of Indian Standards is of particular interest 
to the public, particularly disadvantaged communities and those engaged in the pursuit of 
education and knowledge, the attached public safety standard is made available to promote the 
timely dissemination of this information in an accurate manner to the public. 
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SPECIFICATION FOR CRICKET BATS 

(Second Revision) 

0. FOREWORD 

0.1 This Indian Standard (Second Revision) was adopted by the Indian 
Standards Institution on 5 January 1979, after the draft finalized by the 
Sports Goods Sectional Committee had been approved by the Consumer 
Products and Medical Instruments Division Council. 

0.2 This standard was first published in 1956 as tentative standard and 
revised in 1966. The standard has been widely used and as a result 
certain changes became necessary. In the second revision, the cricket 
bats have been reclassified into two grades depending upon the quality 
of willow used for the blade and number of sections of cane used in the 
handle. 

0.3 This standard contains clause 9.1 which calls for an agreement between 
the purchaser and the supplier. 

0.4 For the purpose of deciding whether a particular requirement of this 
standard is complied with, the final value, observed or calculated, 
expressing the result of a test or analysis, shall be rounded off in 
accordance with IS : 2-1960*. The number of significant places retained 
in the rounded off value should be the same as that of the specified 
value in this standard. 



1. SCOPE 

1.1 This standard covers the material, dimensional and constructional 
requirements for cricket bats. 

2. GRADES 

2.1 Cricket bats shall be of two grades specified under 2.1.1 and 2.1.2. 



*RuIei for rounding off numerical values ( revised), 
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2.1.1 Grade I — The willow used shall be well-seasoned, of straight 
and uniform grains and free from knots, splits, cracks or other defects 
( see IS : 4422-1967* ). The handle shall be made up of not less than 
nine sections of cane and three rubber insertions. The middle insertion 
shall be of minimum 200 mm length and two insertions on sides shall be 
of minimum 250 mm length each. 

2.1.2 Grade II — The willow used shall be well-seasoned, of straight 
and reasonably uniform grains, free from knots, splits, cracks and other 
defects ( see IS : 4422-1967* ). The handle shall be made up of not less 
than six sections of cane and three rubber insertions. The middle 
insertion shall be of minimum 200 mm length and two insertions on sides 
shall be of minimum 250 mm length each. 

3. MATERIALS 

3.1 The blade and the handle of cricket bat shall be made from the 
materials recommended in 3.1.1 and 3.1.2. 

3.1.1 Blade — The blade shall be made of close-bark willow ( Salix 
spp. ). The timber shall be of uniform straight grain, fully seasoned and 
free from defects to the extent mentioned under 2.1.1 and 2.1.2. 

3.1.2 Handle — The handle shall be made from sections of good quality 
suitable cane seasoned to 12 percent moisture content. The cane used 
for the purpose shall be free from defects, such as hollowness, borer 
holes and insect attack. 

4. DIMENSIONS 

4.1 Length — Overall length of the bat shall be between 845 and 
965 mm [see Tig. 1 ). 

4.2 Width of Blade — Width of the blade shall be between 106 and 
108 mm. 

4.3 Dimensions of Handle — Normally, the length of the handle, 
including the joint, shall be 430 ± 3 mm. However, the length for short 
handles shall be 420 ± 3 mm and for extra long handles, 445 ± 3 mm. 
The circumference of the handle shall be 105 to 130 mm. 

5. WEIGHT 

5.1 The bat for general play shall weigh between 965 and 1 080 g. 

^Specification for willow clefts for cricket bats. 
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6. CONSTRUCTION 

6*1 The handle shall be fitted securely and firmly into the blade with a 
joint of 125 to 180 mm ( see Fig. 1 ). The joint shall be securely glued 
with cold-setting, synthetic resin adhesive ( see IS : 851-1957* ). The 
handle shall be provided with rubber insertions along the length so as to 
give resilience to the bat. The handle shall be bound by thread and 
covered with rubber grip. The face and the edges of the blade shall be 
hand-hammered and compressed by machine. The edges of the blade 
shall be well rounded and its face and the back shall be fine 
sand-papered. 

7. MARKING 

7.1 The following information shall be clearly marked on the face of the 
bat towards the top: 

a) Manufacturer's or supplier's name, initials or trade-mark, unless 
required otherwise by the purchaser; 

b) Source of willow, that is, * English' or ' Indian'; and 

c) Length and grade of the bat. 

7.1.1 The cricket bats may also be marked with the ISI Certification 
Mark. 

NoTB — The use of the ISI Certificatioii Mark is governed by the provisions of the 
Indian Standards Institution ( Certification Maries ) Act and the Rules and Regu- 
lations made thereunder. The ISI Mark on products covered by an Indian Standard 
conveys the assurance that they have been produced to comply with the requirements 
of that standard under a welMefined system of inspection, testing and quality 
control which is devised and supervised by ISI and operated by the producer. ISI 
marked products are also continuously checked by ISI for conformity to that standard 
as a further safeguard. Details of conditions under which a licence for the use of 
the ISI Certification Mark may be granted to manufacturers or processors, may be 
obtained from the Indian Standards Institution. 

8. PACKING 

8.1 Cricket bats shall be packed in weather-proof material. 

9. SAMPLING 

9.1 Sampling and acceptance criteria for cricket bats shall be as agreed 
to between the purchaser and the supplier. A recommended scheme for 
the same is given in Appendix A. 



•Specification for synthetic resin adhesives for construction work in wood. 

6 



IS : 828 . 1979 



APPENDIX A 

( Claused.! ) 

RECOMMENDED SAMPLING SCHEME AND CRITERIA FOR 
CONFORMITY FOR CRICKET BATS 

A-1, LOT 

A-1.1 In any consignment, all the cricket bats of one grade and manu- 
factured from the same raw materials shall be grouped together to 
constitute a lot. 

A-l.Ll Each lot shall be tested separately to ascertain its conformity 
to the requirements of this standard. 

A-2. SELECTION OF SAMPLES 

A-*2.1 The number of bats to be selected at random for inspection from 
each lot shall be in accordance with col I and 2 of Table 1. 

TABLE 1 SAMPLE SIZE AND CRITERIA FOR CONFORMITY 

( Clauses A^2A and ASA ) 

Permissible Number 
OF Dkfkotivk Bats 

(3) 





1 

2 
3 

A-3. NUMBER OF TESTS AND CRITERIA FOR CONFORMITY 

A-3.1 Each bat selected in accordance with A-2,1 and Table 1 shall be 
examined for materials of construction, weight, length, width of blade, 
dimensions of handle and construction. The lot shall be declared as 
conforming to the requirements of this standard if the number of 
defective bats with respect to any one or more of the requirements does 
not exceed the corresponding permissible number given in col 3 of 
Table 1. 
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Lot Sizb 

NiJMBF.R OF Bats 

IN Each Lot ) 


Sample Sizk 

( NuMBKH OF Bats to 

BE Sklkctf.d ) 


(i) 


(2) 


Up to 25 


3 


26 to 50 


5 


51 to 100 


8 


101 to 150 


13 


151 to 300 


20 


301 to 500 


32 


501 and above 


50 



INDIAN STANDARDS 

ON 

EQUIPMENTS RELATING TO CRICKET 

IS; 

416-1978 Cricket and hockey balls ( stcond r$vis\on ) 

828-1979 Cricket bats ( second revision ) 

2955-1964 Coir mattings for cricket pitches 

3345-1965 Sports nets 

3785-1966 Wicket keeping gauntlets 

3800-1966 Batting gloves 

3923-1966 Leg-guards for cricket batsmen, wicket-keepers and hockey goal keepers 

6621-1972 Cricket stumps and bails 

6974-1973 Abdomen, guards for sports use 



INTERNATIONAL SYSTEM OF UNITS ( SI UNITS } 



Bum Units 








Quantity 


Unit 


Symbol 




Length 


metre 


m 




Mass 


kilogram 


kg 




Time 


second 
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Electric current 


ampere 


A 




Thermodynamic 


kclvin 


K , 




temperature 








Luminous intensity 


candela 


cd 




Amount of substance 


mole 


mo) 




Supplementary Units 








Quantity 


Unit 


Symbol 




Plane angle 


radian 


rad 




Solid angle 


stcradun 


sr 




Derived Unit* 


, 






QUANTXTV 


Unit 


Symbol 


C0i« VERSION 


Force 


newton 


N 


1 N«0-I01972kgf 


Energy 


joule 


J 


1 J» 1 Nm 


Power 


watt 


W 


'1 W 4PI 1 J/s 


Flux 


webcr 


Wb 


1 Wb «i 1 V.8 


Flux density 


tcsla 


T * 


1 T « 1 Wb/m» 


Frequency 


hertz 


Hz 


1 Hz « 1 c/s ts-») 


Electric conductante 


Siemens 


S 


1 S = 1 A/V 


Pressure, stress 


pascal 


Pa 


1 Pa -a I N/m« 



INDIAN STANDARDS INSTITUTION 

Manak Bhavan, 9 Bahadur Shah Zafar Marg, NEW DELHI 110002 



Talaphona : 27 01 31 ( 10 ilnaa ) 
a00O21(1OHiiaa) 

fi9gion9l Offices i 

Waitarn : Novalty Ctiambaca, (atent Aoad 
Eat tarn : 5 Chowringhaa Approatjih 
Southarn ; C. I. T. Campua* Advar 

Bfsnch Offices : 

'Puahpak'. Nurmohamad Shaikh Maro, Khanpj^i 

'F' Block, Unity Bida Nara$imharaja Square ^ 

Gangotrl Complex, Bhadbhada Road, TJ. H(^0t 

22 £ Katpana Ar^a 

Ahimaa BMg, SCO 82*83, Sector 17C 

5-8*56/67 L H. Gupta Marg 

0*277 Todarmat Marg* Banipark 

117/4t8 B Sarvodaya Nagar 

B.CJ. BIdo ( 3rd Floor I Geodli) M^tdin Bait 

H^nXBH Bld0 ( 2nd floor ), BtV Station ftoad 



Teleorama t Klanakaanatha 



BOMBAY 400007 
CALCUHA 700072 
MADRAS 600020 



Talat)hona 
37 97 29 
23*08 02 
41 24 42 



Al^MAOABAb 380001 2 03 91 

BANGALORE 660002 2 76 48 

6H0PAL 462003 6 27 18 
BHUBANESHWAR 751014 6 38 27 

CHANDIGARH 160017 2 83 20 

HY<>ER AB AO 500001 22 1 83 

jAlPUn 302006 6 98 32 

KANFUR 208008 8 12 72 

FAIN A 800004 6 36 86 

TRfVANORUM 696001 22 27 



